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ministry of labour and REHABILITATION 
(Shram Aur Punarvas Mantralaya) 

(Department of Labour and Employment) 

(Shram Aur Bozgar Vibhag) 

CORRIGENDA 

New Delhi, the 21st February 1972 

S.O. 152(E).—In the notification of the Government of India in the Mlnistr.y 
of Labour and Rehabilitation (Department of Labour and Employment) No. 
S.O. 6597, dated the 30th December, 1971, published at pages 3538 to 3565 of the 
Gazette of India, Extraordinary, Part II, Section 3, Sub-section (ii), dated the 30th 
December, 1971— 

(i) at page 3538, in regulation 2../or “1971 and” read “1971.”; 

ill) at page 3541, in Form A'2, tor “(See regulation 3)" read fSee regula¬ 
tion 3(b)]: 

(iii) at page 3542, in Form B-1, /or “See regulation (3)” read “See regula¬ 

tion 3(b)”; 

(iv) at page 3551, in Forpi G-II for “(See regulation 9)” read “[See regula¬ 

tion 9(a) ]^’, 


[No. S-39011(2)/71-Fac.] 
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S.O. 16S(E).—In the notification of the Government of India in the Ministry 
Rf Labour and Rehabilitation (Department of Labour and Employment) No. 
8,0. 5B'56, dated the 30th December, 1971, published at pages 3525 to 3537 of the 
Gazette of India, Extraordinary, Part II, Section 3, Sub-section (ii), dated the 30th 
December, 1971— 

(i) at page 3532, in clause 34(2), for “Specified”, read “Btlpulated"; 

(11) at page 3534, in the Explanation to clause 46, for “is covered” read ‘‘is 
not covered”. 

[No. S-39011(2)/71-Fac.] 
D. S. NIM, Jt. Secy, 
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